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HARDWARE DEALERS’ MAGAZINE 



TH* BUT YET, 

MO. 90. 


TBI NO. 3, 
WITH FOOT POWB 


FOR SETTING TUBULAR AND BIFUROATED RIVETS 

This Lins if Riveters Is Guaranteed 


To be made of MALLEABLE iron and to be free from Imper* 
fectione in workmanship or material. 

PROVE IT TO YOUR CUSTOMER? 

Well try this; throw one on the floor (at oar risk), then treat aay 
east Iron riveter the eame (at your owe risk) and eee if It doeaa't 
result In a aale aad a SATISFIED CUSTOMER. 


ORDER BT NAME. 


SOLD BY ALL JOBBERS. 


MADE ONLY BY 


F. H. SMITH MFC. CO., Chicago, U.S.A. 










